25X1 seer at Approved For Release 2003/08/15 : CIA-RDP82-00457R012100130007-0 O a l )) 


FORM NO. 
FEB 1982 51-4AA 


CENTRAL INTELLIGENCE AGENCY 


CLASSIFICATION a . 25x 1 
INFORMATION REPORT report no. | onl 
cP TP Bn 
cae ers - “¢D NO, 
ni e. yo cl iey er . : 
COUNTRY Hungary/USSk ~ po OT CIR cul AaTe DISTR. 15 May 1952 


SUBJECT Ruseian Troops at Komiromy Military NO. OF PAGES i 
Tostallations along the Danube River ; 


INFO, (LISTED BELOW) 


PLACE SUPPLEMENT TO 25X14 


25X1 REPORT NO. 


:- THIS DOCUMENT CONTAINS INFORMATION AFFECTING THE NATIONAL DEFENSE 
OF THE UNITED STATES, WITHIN THE MEANING OF TITLE 18, SECTIONS 793 fy 
RA AND 794, OF THE U.S. CODE, AS AMENDED. {TS TRANSMISSION OR REVE- | THIS 1S UNEVALUATED INFORMATION 
25X1 Mm LATION OF ITS CONTENTS TO OR RECEIPT BY AN UNAUTHORIZED PERSON IS 
PROHIBITED BY LAW. THE REPRODUCTION OF THIS FORMS PROHIBITED. 


1. Soviet troops, wearing red<bordered black epaulettes and believed to he 
pioneers, are stationed in barracks near the Frigyes Kaserne, In Komdrom 
(¥ 75). Hungarian civilians were ordered to evacuate private homes near 
these barracks for incoming additional. Russian personnel. 

2. Soviet ploneer troops were observed holding pontoon-bridge building exercises 
acrosea the Damike River. These exercises took place 360 m. downstream from. 
the destroyed reailrosd. bridge, formerly Linking Komdirom, Hungary, to Komarng, 
Crechos lovakia. — 


3. The following military installations were seen along the Danube River in 
Hungary, during April 1992: 


ao A tent camp on the left bank at the 1,553 km. mark. 
bb. An engineer camp on the right bank at the 1,563 km. mark. 


e. A practice firing range for either army or river fleet forces, at the 
1,566 km. mark. 


a. A practice Firing range and e@ supply depot on the right bank at the 
1,610 km, mark. 


e, A supply depot at 1,634 to 1,635 ku. mark. 


ff. A tent camp at the 1,827 km. mark. 
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